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UNITED STATES DISTRICT COURT 
EASTERN DISTRICT OF NEW YORK 

PLUMBERS AND GASFITTERS 
LOCAL UNION NO. 1, 


-X 


Plaintiff, 


U.s.nr"" ' ; ';rn-.D.H.Y.) 
★ NOV 1 2011 * 

BROOKLYN OFFICE 


NOT FOR PUBLICATION 
ORDER 

lO-cv-4882 (CBA) 


-against- 


UNITED STATES DEPARTMENT 
OF THE INTERIOR, 


Defendant. 


-X 


AMON, Chief United States District Judge. 

The Clerk of Court is directed to enter judgment in accordance with this Court's Memoran- 
dum and Order issued October 26, 201 1, and to close this case. 


Dated: November Jf_, 201 1 
Brooklyn, N.Y. 


S/CBA 


Carol Bagl/y Amjrø) 
Chief United s(aJ&T>istrict Judge 


